Ze DR.ZIAUDDIN 
HOSPITAL- == 


ESTD 1957 


BIRTH CERTIFICATE 


Mother's EMR#: 


Baby's EMR#: 


Baby's Name 


Date of Birth 


Gender [_]Male [_]Female 


Signature 


O North Campus: O Clifton Campus: C Kemari Campus: O Nazimabad Campus: 
Block-B, North Nazimabad, St- 4/B, Block-6, Scheme 5, Plot # 33, Behind KPT Hospital, Plot # 5, Block-3, Nazimabad, 
Karachi- Pakistan. Clifton,Karachi, Pakistan. Kemari, Karachi, Pakistan. Karachi, Pakistan. 

Tel: 36648237-9 Tel: 35862937-9 Tel: 32851881-5 Tel: 36680912, 36611873 
Fax: 36649400 Fax: 35837212 Fax: 32851885 Fax: 36611873 


DZHG/OBS&GYN/BC/FM 03 CODE: 20-00710 





